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J. 'David ■Gruby 

25S7 CDcllonty £ane Indiana. Penna, 15701 

17 June 1974 

Hello Harold, 

A friend in Taiwan sent me both clippings, which 
I Xeroxed for you- I see the shaft is still out- Your 
troubles don't give me much faith in the FBI's investigation 
of Watergate. But, maybe Clarence Kelly IS honest!! I hope 
I will write again, later. 

Cordially , 
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